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[ S70 ] 
VII . Obfervatio Eclipfeos Lunaris totalis cum mora, habita 
Wittemberga, 1750, die 19 yunii, tubo 6 ped. pro 
corre&ione horologii, quadrante telefcopico 1 8 digitorum, 
altitudines Solis correfpondentes die 1 9 Junii, per G. M. 
Bofe, Phyfic. Prof. Wittemberga, &c. 
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Ccelum oftum verfus deniis femper nubibus teftum. Tandem 
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Luna ad mdmentum vifibilis 

Ariftarehus jam deteftus 
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Vix credo ex eclipfibas lunaribus differentiam meridianornm tuto emi. 
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Diameter Lun* micrometro = 1 1 

Hinc femidiameter Lunae =■ . 

Eadera, fecundum Nicafium Grammatici == 

fecundum J. Gauppium, . . 

fecundum calendarium Lipfieiife . 



finis umbrae veras, mihJ. 
finis, amtco. tubo quadrantis t \ ped. 
finis, ex projedtione amici. 

finis, ex calendario correfto Lipf. r adhibita di£erentia me- 

fm\t,/uiva>it la Connoifiance des temps. 1 ndianorum qtiam 1 743 
ficis, ex ephemeridibus Manfredii. I per merc. in fole deter- 

] minavi, et qua utitur 
I Acad. Parifin. in di&a 
l. Connoiffanct. 
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